APPENDIX A

DEFINITIONS OF DOCKET 50 CATEGORIES

O. ADVISORY COMMITTEE ON REACTOR SAFEGUARDS (ACRS) REPORTS AND

CORRESPONDENCE

This category contains plant-specific documents per-
taining to ACRS safety reviews.

1.     ACRS reports relating to facility license applica-
tions.

2. Announcement of ACRS meetings relating to fa-
cility license applications, including description of
meeting agendas.

3.     Statements and written testimony of ACRS mem-
bers or presented by individuals at ACRS proceed-

ings, relating to both facility license applications
and safety-related matters.

4. Technical correspondence, and memoranda to and
from ACRS, including transmittal and acknowl-
edgment letters relating to facility license applica-
tions.

NOTE: For generic and document-specific safety-
related material, transcripts of ACRS subcom-
mittee and full committee meetings, minutes,
and ACRS reports (consultant, contract, and
letter), see ACRS file category.

P. OPERATING LICENSE STAGE DOCUMENTS AND CORRESPONDENCE

This file assumes the position of the Application/Con-
struction Stage (Category A) file for general technical
items dated from the issuance of the operating license to
the application for termination of the license.

1.     Operating license, amendments, proposed amend-
ments, changes, and related correspondence.

2.     Show-cause and modification orders issued by
NRR (not before the Board) for the operating li-
cense.

7. All general technical correspondence, meeting an-
nouncements or meeting summaries relating to
Technical Specifications, the Operating license or
technical issues arising after the issuance of the
Operating License.

8. Correspondence regarding codes (e.g., American
Society of Mechanical Engineers), regulations,
laws, or changes in policy that may affect plant op-
eration or bear on the Operating License,

3.     Technical specifications and changes.

4.     Backup technical documents (e.g., topical reports)
submitted in support of items 1 and 2.

5.     Federal Register notices citing availability of item 1
and the FSAR.

9.    Information on the Standard Review Plan (SIP).

10. Results of surveys or tests conducted in accordance
with the Technical Specifications (not periodic re-
ports, which fall in Category R).

6. Correspondence regarding the utility Final Safety
Analysis Report (FSAR) and/or the Updated Final
Safety Analysis Report (USAR).

It,   Correspondence relating to NRC's Systematic
Evaluation Program (SEP).
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